FRIMLEY  URBAN  DISTRICT. 


Area,  7,674  Acres.  Population,  (1901),  8,409. 

Estimated  Population  (1908),  14,332,  which  includes 
3,494  at  Deepcut  and  Blackdown  Barracks. 


Annual  Report 


OF  THE 

Medical  Officer  of  Health, 

For  1908. 


To  the  Ghairmaii  and  Members  of  the  Frimley  Urban 

District  Gouncil. 

Gentlemen, 

In  accordance  with  your  requirements,  and  those  of  the  Local 
Government  Board,  I beg  to  submit  my  Annual  Report  on  the 
Health  and  Sanitary  condition  of  your  District  for  1908. 


VITAL  STATISTICS. 


Births. 

The  number  of  Births  during  the  year  was  270  (142  males  and 
128  females)  which  represents  an  Annual  Birth  Rate  of  18*8  per 
1,000  of  the  population. 


o 


Deaths. 

The  total  number  of  Deaths  in  and  belonging  to  this  District 
was  101,  which  includes  two  in  Brookwood  Asylum,  five  in  the 
Guildford  Hospital,  and  two  in  the  Farnham  Workhouse,  which 
represents  an  Annual  Death  Bate  of  7 per  1,000  of  the  population. 

Pulmonary  Consumption  caused  10  deaths,  which  is  at  the 
Rate  of  0*6  per  1,000. 

Heart  Disease  accounted  for  8 deaths — 0*5  per  1,000. 

Accidents  contributed  8 deaths,  and  Suicide  1. 

I nfanti  le  lYlortal  ity . 

There  were  27  deaths  of  Infants  under  one  year  of  age,  which 
in  proportion  to  the  number  of  Births  gives  a ratio  of  100. 

Zymotic  Death  Rate. 

Two  deaths  only  were  due  to  Zymotic  Disease,  these  being 
from  Diphtheria,  which  gives  a Zymotic  Death  Rate  of  0*13  per 
1,000. 


Zymotic  Diseases. 


I.  Small  Pox. — None. 

II.  Diphtheria. — Twenty-five  cases  were  notified,  which 
were  distributed  as  follows  : — 


Royal  Albert  Orphanage 
Camberley 

Frimley  Green  and  Mytcliett  .. 
Yorktown 

Two  of  the  cases  terminated  fatally. 


15  cases. 

3 in  2 houses. 
6 in  6 houses. 
1 case. 


III.  Scarlet  Fever. — Fourteen  cases  of  Scarlet  Fever  were 
notified,  distributed  as  follows  : — 

Camberley  ...  ...  ...  4 in  3 houses. 

Yorktown  ...  ...  ...  2 in  1 house. 

Blackdown  & Deepeut  Barracks  8 cases. 

The  six  civilian  cases  were  removed  to  the  Council’s  Isolation 
Hospital  at  Mytchett.  Those  notified  from  the  Barracks  were 
removed  by  the  Military  Authorities  to  their  Isolation  Hospital  at 
Aldershot. 


IV.  Typhoid  Fever. — One  case  was  notified  by  the  Military 
Authorities  and  removed  by  them  to  their  own  Hospital  at 
Aldershot. 

Y.  Erysipelas. — One  case  notified,  which  was  also  a 
Military  case. 
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VI.  Puerperal  Fever. — None. 

VII.  Measles. — This  disease  was  prevalent  towards  the  end 
of  the  year,  particularly  amongst  the  children  attending  the  Friinley 
Infant  School. 

VIII.  Whooping  Cough. 


lYlonthly  Summary  of  Notifications  of 

Infectious  Disease. 


Scarlet  Diph-  Erysip-  Typhoid  Puerperal 

Fever.  theria.  elas.  Fever,  Fever.  Total. 


January  4 

February 1 

March  1 

April  — 

May — 

June — 

Julv 8 

August y 

September  — 

October  8 

November  ■ — 

December  I 


5 — — — 9 

5 — — — 6 

5 — — - 6 

8 — — — 8 

2 — — — 2 

1 _ _ — 1 

1 — 1 — 5 

2 1 — — 4 

1 — — — 4 


14  25  1 1 — 41 


Disinfection. 

Infectious  Disease  cases  are  visited  as  early  as  possible  after 
notification.  In  all  cases  particulars  of  the  sickness  are  obtained 
from  the  parent  or  guardian  and  means  taken  to  secure  proper 
isolation.  A card  of  advice,  and  also  abstracts  from  the  Public 
Health  Acts,  1875,  relative  to  Infectious  Disease,  are  left  at  each 

house. 

If  the  patient  is  a child  who  attends  school,  or  other  children 
from  the  same  house  are  scholars,  the  Authorities  of  the  school 
they  attend  are  notified  of  the  presence  of  Infectious  Disease  in 
the  house.  If  the  patient  is  removed  to  Hospital,  he  or  she  is 
excluded  from  school  until  further  notice  and  the  exclusion  of  the 
other  children  is  requested  for  fourteen  days  after  the  patient’s 
removal.  When  the  patient  is  nursed  at  home,  the  children  are 
kept  from  school  until  a fortnight  after  the  illness  has  ceased  and 
the  premises  disinfected.  If  the  patient  is  a worker,  the  employer 
is  notified  of  the  fact  and  the  same  preventative  measures  are 
adopted  in  connection  with  the  school  children,  post  cards  being 
forwarded  to  the  school  authorities  stating  when  the  children  may 
recommence  their  attendance. 
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Iiiiniediatelj  after  the  removal  of  a patient  to  the  Isolation 
Hospital,  or  at  the  termination  of  the  illness  when  nursed  at  home, 
the  rooms  and  bedding  are  thoroughlj  disinfected,  first,  bj  spray- 
ing' with  a diluted  solution  of  Cyllin  or  Formalin,  and  in  most 
cases,  are  afterwards  fumigated  by  means  of  an  Alformant  lamp. 

Whenever  Infectious  Disease  occurs  in  Public  Institutions, 
such  as  the  Royal  Albert  Orphanage,  the  charge  of  the  patients 
and  disinfection  of  the  premises,  etc.,  are  undertaken  and  carried 
out  by  the  Authorities  in  charge  of  the  building.  This  is  also  the 
case  in  respect  to  the  Barracks,  the  Military  Authorities  taking 
whatever  precautions  are  necessaiy  with  regard  to  proper  isolation 
and  also  disinfection  of  the  premises,  articles  of  clothing,  etc. 

New  Building^s,  etc. 

The  Sanitary  Committee  passed  plans  for  105  new  buildings 
(including  alterations,  additions,  etc.)  of  these  83  were  dwellings 
for  the  Working  Classes. 

The  total  number  of  inhabited  houses  in  the  District  is  2,220, 
together  with  19  Government  houses,  48  rooms  at  the  Staff  College 
and  164  married  quarters  at  the  Barracks. 

Since  the  Xew  Sewers  became  operative  16  existing  houses 
have  abolished  the  cesspools  into  which  they  formerly  drained  and 
have  re-connected  into  the  Public  Sewer. 

Water  Supply. 

During  the  year  106  houses  in  the  Frimley  Urban  District 
have  been  connected  with  the  Frimley  and  Farnborough  Company’s 
supply  (these  include  1 stable,  1 garage,  1 slaughter-house  and  the 
piggeries  at  the  Sanatorium)  which  makes  the  total  number  of 
premises  in  the  District  supplied  by  the  Company,  1,713. 

The  water  is  obtained  from  two  sources,  viz.  : — Frimley  and 
Itchell,  the  former  is  of  a soft  nature  and  the  latter  hard.  The 
average  hardness  being  before  softening  18  degrees,  which  is 
reduced  after  softening  to  an  average  of  9 degrees. 

During  the  Summer  a sample  of  water  is  taken  from  the 
mains  monthly  for  analysis,  at  other  times  every  three  months. 

On  every  occasion  the  result  has  heeu  entirely  satisfactory. 

Five  samples  of  Well  water  were  taken  and  examined  during 
the  year,  one  supplying  six  cottages  was  found  to  be  in  a bad 
condition  and  unfit  for  drinking  purposes.  The  owner  was 
promptly  notified  and  steps  taken  for  the  well  to  be  closed  and 
each  cottage  to  be  connected  with  the  Public  Supply. 

Dairies,  Cowsheds  and  IVlilkshops. 

There  were  37  names  registered  at  the  commencement  of  the 
year.  Since  then  there  has  been  three  changes  in  occupation,  and 
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0116  lias  given  up  the  business  altogether,  four  new  names  have 
been  added  to  the  Eegister,  making  a total  of  40  persons  registered 
under  the  order. 

Of  this  number  16  are  Cowkeepers  and  Milksellers  (in  a few 
instances  only  a small  quantity  of  surplus  milk  is  sold),  seven  are 
Cowkeepers,  of  whom  three  do  not  sell  milk,  three  sell  the  milk 
wholesale  and  one  converts  it  into  butter,  four  keep  breeding  stock 
only  and  16  are  Purveyors,  eight  of  whom  are  Milksellers  from 
other  Districts,  who  are  registered  to  retail  their  milk  within  this 
District. 

The  Regulations  came  into  force  in  the  District  in  August, 
1903,  since  when  there  has  been  a steady,  if  slow,  improvement  in 
the  condition  of  the  Cowsheds  and  the  immediate  surroundings. 
There  still,  however,  remains  much  to  be  done  to  bring  these 
buildings  up  to  more  modern  requirements,  and  to  do  this  in  a 
proper  manner,  there  is  still  a large  amount  of  prejudice  to  be  met 
from  the  occupiers  against  what  they  consider  to  be  unnecessary 
requirements.  It  is  most  essential  that  these  people  should  be 
educated  to  the  fact  that  the  most  scrupulous  cleanliness  at  all 
points  is  of  the  utmost  importance,  milk  being  pre-eminently  a 
food  that  requires  most  careful  protection  from  the  time  of  its 
production  until  its  delivery  to  the  consumer. 

The  periodical  limewashing  has  been  carried  out  on  the  whole 
fairly  satisfactorily  on  receipt  of  the  half-yearly  notice,  issued  in 
May  and  October.  In  some  of  the  old  sheds,  the  thatched  roofs 
make  thorough  cleanliness  at  this  point  an  impossibility.  I trust 
that  in  a short  time  these  antiquated  buildings  will  be  superseded 
by  more  modern  and  sanitary  structures. 

Sewerage  and  Sewage  Disposal. 

The  Sewage  Disposal  Works  at  Yorktown  have  been  completed 
and  are  now  dealing  with  the  whole  of  the  sewage  of  the  District 
with  the  exception  of  that  from  Primley.  Samples  of  effluent 
submitted  for  analysis  show  that  a high  degree  of  purification  is 
being  maintained  and  the  efflciency  of  the  plant  is  increasing  as 
the  bacteria  beds  become  more  mature. 

The  Main  Intercepting  Sewer  to  Frimley  and  Frimley  Green 
has  been  completed  and  the  Frimley  Street  Farm  will  shortly  be 
connected  therewith. 

The  Sewerage  System  sanctioned  by  the  Local  Government 
Board  in  January,  1905,  and  in  respect  of  which  loans  of  £37,878 
were  granted,  has  been  satisfactorily  completed  under  the 
supervision  of  Messrs.  Willcox  & Raikes.  Owing,  however,  to  the 
cost  of  easements  and  to  the  bad  ground  encountered,  the  estimates 
have  been  considerably  exceeded,  and  application  has  been  made 
to  borrow  a further  sum  of  £10.000. 

As  several  of  the  Old  Sewers  have  been  re-laid,  it  has 
been  necessary  to  re-connect  existing  house  drainage  to  the  New 
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Sewer  and  sanction  to  a loan  of  £2,000  has  been  obtained  for  this 
purpose.  The  Contractor  engaged  is  making  good  progress  with 
this  work. 

Since  the  completion  of  the  Outfall  Sewer  for  the  Wavei’ley 
Court  and  Brackendale  Estates,  many  iiew  houses  have  been 
erected  on  the  Estates,  this  shows  that  the  Council  were  justified 
in  incurring  the  expense,  as  the  growth  of  a district  depends  to  a 
large  extent,  upon  an  efficient  system  of  Sewerage  and  Sewage 
disposal. 


Bakehouses,  Workshops,  etc. 

Tlie  Bakehouses  have  each  been  inspected  several  times  during 
the  year,  usually  they  are  found  in  good  order,  but  when  necessary, 
notices  have  been  served  upon  the  occupiers  for  cleansing  and 
limewashing. 

There  has  been  a great  improvement  carried  out  in  the  yards 
of  five  of  these  premises.  In  two  the  whole  portion  and  in  three 
a part  of  the  surface  of  the  yard  has  been  paved  with  an  impervious 
material,  a condition  which  makes  internal  cleanliness  much  more 
easy  and  practicable. 

There  are  six  outworkers  whose  premises  come  under  the 
Factory  and  Workshops’  Act.  These  have  each  been  inspected 
and  found  in  a satisfactory  condition. 

Slaughter-houses. 

There  are  four  private  Slaughter-houses  in  the  District — two 
registered  and  two  licensed.  Each  has  been  inspected  frequently 
during  the  year  and  found  in  good  order  generally.  One  which 
had  been  reported  upon  at  the  close  of  1907  for  insufficient 
sanitary  arrangements  and  cleanliness  was  greatly  improved  during 
the  early  part  of  the  year,  the  surface  of  the  yard  immediately 
outside  the  slaughter-house  being  paved  with  an  impervious 
material,  a proper  supply  of  water  from  the  Public  Main  being 
fixed  inside  the  slaughter-house  and  a sufficient  w.c.  being 
provided. 


Isolation  Hospital . 

Six  cases  of  Scarlet  Fever  were  admitted  during  the  early 
months  of  the  year,  all  being  of  a mild  type.  The  last  case  was 
discharged  in  March,  and  for  the  remainder  of  the  year  the  wards 
were  empty.  The  wards,  bedding,  etc.,  were  thoroughly  cleaned 
and  disinfected  during  the  month  of  May. 

The  Matron,  Miss  Edmunds,  resigned  her  post  in  December, 
after  4i  years’  service.  I would  take  this  opportunity  of  recording 
the  excellent  work  she  did  during  her  period  of  office,  and  her 
great  kindness  and  devotion  to  the  children  under  her  care. 

She  was  succeeded  by  Miss  Whillock,  formerly  Matron  of  the 
Seaham  Harbour  Infirmary- 


The  Royal  Albert  Orphanag^e. 

This  Institution  was  visited  by  another  Epidemic  of  Diphtheria, 
fifteen  cases  in  all,  when  the  necessity  for  an  isolation  block  was 
again  keenly  felt. 

Dr.  Seaton,  Dr.  T.  Henry  Jones,  and  myself  visited  the 
Orphanage,  after  which  a report  was  sent  to  the  Committee  making 
some  suggestions,  amongst  which  was  the  absolute  want  of  a 
Sanatorium. 

I believe  the  Committtee  have  arranged  for  such  a building  to 
be  erected,  which  when  done  will  greatly  simplify  the  difficulty  of 
dealing  with  these  cases. 

Housing  of  the  Working  Classes. 

Statutory  Notices  served  under  the  Housing  of  the  Working 

Classes  Act,  1890  ...  ...  ...  •••  •••  8 

Number  of  Houses  affected  bv  same  ...  ...  ...  ...  49 

Houses  closed  under  notice  ...  2^  ^ 

,,  ,,  voluntary  ...  2j 

The  above  total  includes  14  dwellings  at  the  Mews,  Park  Road, 
which  have  been  again  a source  of  trouble — besides  other  recom- 
mendations the  entire  paving  of  the  yard  with  an  impervious 
material  was  insisted  upon. 

The  Council  Schools. 

These  have  been  inspected  from  time  to  time  and  improve- 
ments have  been  carried  out  at  Frimley,  i.e.,  the  building  of  an 
Infants’  School. 

The  Sanitary  condition  of  each  School,  with  one  exception  is 
fairly  good,  the  following  being  details  of  each  : — 

Camberlev. 

There  are  separate  sanitary  conveniences  provided  for — 

1. — Girls  and  small  boys.  These  are  adjoining  buildings. 

2.  — Boys. 

8. — Infants,  Boys  and  Girls  which  also  adjoin  each  other. 

They  are  Trough  Closets  with  Automatic  flushing  apparatus 
fixed  and  are  connected  with  the  Public  Sewer.  These  together 
with  the  boys’  urinals  are  generally  maintained  in  a sanitary 
condition. 

Yorktown. 

There  is  separate  accommodation  here  for — 

1.  — Boys. 

2.  — Girls. 

3.  — Infants,  Boys  and  Girls. 

These  are  also  Trough  Closets,  the  Infants’  being  of  a more 
modern  type.  There  are  Automatic  apparatus  provided,  which  at 
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the  time  of  mj  visit  were  not  working.  They  are  connected  with 
the  Public  Sewer  and  are  usually  found  in  a sanitary  condition,  as 
are  also  the  boys’  urinals. 

The  internal  condition  of  this  School  was  found  rather  bad, 
accumulations  of  dust  and  dirt  being  found  in  the  corners  of 
rooms,  on  the  desks,  ledges,  floors,  etc.,  some  of  the  windows  also 
were  very  dirty  and  dusty  and  the  paint  and  floors  do  not  appear 
to  have  been  washed  for  some  considerable  time. 

The  condition  of  the  yard  is  also  very  bad  and  is  I am  sure, 
one  of  the  reasons  of  so  much  dirt  and  dust  being  found  in  the 
rooms.  It  would  be  a great  improvement  if  these  yards  were 
paved  with  asphalte  and  properly  drained. 

Roman  Catholic  Schools  (Obelisk  Street). 

These  Schools  have  been  recently  re-drained  and  a new  urinal 
built  and  an  Automatic  flushing  apparatus  provided  to  the 
closets.  They  are  the  Trough  closet  type  and  would  be  greatly 
improved  by  more  frequent  cleansing,  some  of  the  seats  were  found 
soiled  and  the  floors  in  a very  wet  and  dirty  condition. 

Fkimley  Schools. 

This  School  is  the  one  exception  in  the  sanitary  conditions, 
which  in  this  case  are  very  bad.  The  conveniences  are  the  Earth 
Closet  type,  the  boys  and  the  girls  being  separated  by  a cleansing 
passage.  Chloride  of  Lime  is  used  as  the  deodorant  and  the  pits 
are  cleansed  out  three  times  a week,  the  soil  being  used  on  the 
meadows  below  the  Schools.  The  liquids  from  the  schoolmaster’s 
house  and  from  the  schools  are  discharged  into  a ditch  some 
distance  from  th(‘  schools,  being  conveyed  there  by  suitable  pipes, 
the  former  only  are  passed  through  a filter  bed  before  being 
discharged  into  the  ditch. 

The  Closets  are  badly  lighted  and  ventilated  and  altogether 
unsuited  for  their  purpose  in  their  present  condition.  They  were, 
however,  found  in  a fairly  clean  condition  and  every  care  is  taken 
to  reduce  the  objectionable  character  to  a minimum. 

The  Infants’  School  is  a more  modern  structure  and  con- 
sequently is  a great  improvement  on  the  old  School. 

Pail  closets  are  in  use  here  and  up  to  the  present  are  acting  in 
as  satisfactory  a manner  as  is  possible.  They  are  usually  found  in 
a clean  and  sanitary  condition  and  the  soil  is  disposed  of  in  the 
garden  below ; this  would  be  improved  if  it  were  carried  on  the 
meadows  as  in  the  other  case. 

There  is  a large  Cesspool  provided  here  close  to  the  roadway 
so  that  a connection  can  be  made  with  the  Public  Sewer  in  the 
event  of  its  passing  the  Schools. 
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Rainfall. 


Th©  following’  is  Oj  Montlily  rocord  of  tli©  Rninfall  for  th.G 
District,  making  a total  for  the  year  of  19*74  inches 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 


1*66  inches. 


•84 

5? 

2*53 

?? 

2*53 

5? 

1*53 

?? 

•98 

9} 

M 

99 

2-77 

99 

1-31 

99 

2-28 

99 

•59 

99 

1-62 

99 

I must  again  express  my  grateful  thanks  to  the  Members  and 
Officers  of  the  Council  for  the  help  they  have  given  me  during  the 
past  year,  and  to  Mr.  Maskery,  the  Sanitary  Inspector,  for  the 
efficient  and  painstaking  manner  in  which  he  has  fulfilled  his 
arduous  duties. 


I am.  Gentlemen, 

Your  obedient  Servant, 

NEVIL  P.  CADELL, 

Medical  Officer  of  Healthy 


Municipal  Buildings, 
Camberley, 

Ja7iuary,  1909, 


Vital  Statistics  of  Whole  District  during-  1908  and  previous 
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Inspection  of  Factories,  Workshops  and 

Workplaces. 

Including:  Inspections  made  by  Sanitary  Inspectors  or  Inspector  of  Nuisances. 


Number  of 

Premises. 

Inspections. 

Written 

Notices. 

Prosecutions. 

Factories — including^  Factory  Laundries 

1 

— 

Nil. 

"W ORKSHOPS — including  W orkshop 
Laundries 

139 

16 

Nil. 

Total  ... 

140 

16 

Nil. 

Defects  found  in  Factories,  Workshops 

and  Workplaces. 


Particulars. 

Number  of  Defects. 

Number 
of  Pre- 
cautions. 

Found. 

Remedied. 

Referred 
to  H M. 
Inspector. 

Nuisances  under  the  Public  Health  Act — 
Want  of  Cleanliness 

11 

11 

Nil. 

Nil. 

Want  of  Ventilation 

1 

1 

Nil. 

Nil. 

Overcrowding 

Nil. 

Nil. 

Nil. 

Nil. 

Want  of  Drainage  of  Floors 

1 

1 

Nil. 

Nil. 

Other  N uisances  “ . . . 

3 

3 

Nil. 

Nil. 

Total  ... 

16 

16 

Nil. 

Nil. 

Registered  Workshops. 


Workshops  on  the  Register  at  the  end  of  the  year. 

Number. 

Tailors 

11 

Dressmakers,  etc. 

9 

Workshop  Bakehouses 

13 

Builders,  Fitters,  etc.  ... 

22 

Bootmakers  and  Repairers 

10 

Laundresses 

6 

Other  Workshops 

34 

Total  number  of  Workshops  on  Register  ... 

105 

Sanitary  Inspector’s  Annual  Report. 

February  5th^  1909. 

Fo  the  Medical  Officer  of  Health  Frimley  Urban  District. 
Sir, 

I bug*  to  subiuit  my  Annual  .Report  of  the  work  done  in  the 
Sanitary  Department  during  the  year  ending-  December  31st,  1908. 

Inspection  of  the  District. 

In  accordance  with  the  General  Orders  of  the  Local  Govern- 
ment Board,  and  Section  92,  Public  Health  Act,  1875,  the  District 
has  been  systematically  and  periodically  inspected,  and  all  neces- 
sary steps  have  been  taken  to  abate  any  nuisances  found,  or  to 
enforce  compliance  with  the  Council’s  Byelaws  and  Begulations. 

The  total  number  of  inspections  of  premises  made  during  the 
yeai  w.is  2,794,  which  number  includes  complaints  investigated, 
house-to-house  inspections,  visits  to  works  in  progress,  inspection 
of  dairies,  cowsheds  and  milkshops,  bakehouses  and  workshops 
slaughter-houses,  and  Infectious  Disease  visits,  etc. 

In  no  instance  was  it  necessary  to  apply  for  a Magistrate’s 
order  to  enter  any  premises. 


Complaints. 

Sixty  complaints  of  nuisance  were  received  during  the  vear 

VIZ.  : — ^ 


Insanitary  condition  of  premises 
Defective  house  drainage 
Offensive  smells,  various 
Houses  without  a supply  of  water 
Storm  water  flowing  into  premises 
Offensive  and  overflowing  cesspools 
Defective  W.C’s. 

Insufiicient  storage  for  house  refuse 
Offensive  accumulations 


9 

18 

16 

1 

2 

2 

2 

4 

6 


Each  was  duly  entered  in  the  complaint  book  on  receipt  and 
was  investigated  as  early  as  possible  afterwards.  In  thirteen  cases 
the  complaints  were  found  to  be  of  a frivolous  nature  no  conditions 
being  found  which  were  prejudicial  to  health,  occasionally  they 
were  found  to  be  the  result  of  illfeeling  between  iieiHibours 
consequently  no  further  steps  where  taken.  Where  a nuisance  was 
found  to  exist,  however,  immediate  steps  were  taken  for  its  abate- 
ment. Twenty-seven  complaints  were  also  received  respectino-  the 
non-removal  of  house  refuse.  These  were  at  once  acknowledged 
and  referred  to  the  Surveyor’s  department,  under  whose  supervision 
the  removal  of  house  refuse  is  carried  out. 
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Notices  Served. 

As  in  previous  years,  wiierever  a nuisance  is  found  to  exist,  a 
preliminary  notice  is  at  once  served  upon  the  person  or  persons 
responsible,  drawing  their  attention  to  the  matter  and  specifying 
whatever  is  required  to  remedy  the  same. 

This  is  usually  sufficient  to  insure  the  work  being  carried  out 
within  a reasonable  time.  Where  such  is  not  the  case  and  the 
notice  not  complied  with,  report  is  made  to  the  Sanitary  Committee, 
describing  the  works  required  and  asking  for  their  Authority  to 
serve  a Statutory  Notice. 

During  the  year  133  Preliminary  Notices  and  50  Statutory 
have  been  served,  the  following  being  a summary  : — 

Preliminary  Notices  ...  ...  ...  ...  ...  ...  133 

Statutory  Notices  under  Sec.  36,  P.H.  Act,  1875,  to  pro- 
vide premises  with  a sufficient 
dustbin  or  W.C.  ...  ...  19 

yy  ,,  Sec.  41,  P.H.  Act,  1875,  to  relay 

house  drains  ...  ...  ...  7 

Housing  of  the  Working  Classes 

Act,  1890  8 

M 5?  Sec.  94,  P.H.  Act,  1875,  to  abate 

nuisance  ...  ..  ...  3 

,,  Byelaws  to  pave  yards  ...  ...  12 

,,  Byelaws  for  Slaughter-houses  ...  1 


Total  ...  ...  183 


In  the  majority  of  cases  the  notices  were  complied  with  within 
a reasonable  time,  a few,  however,  have  the  work  now  in  hand,  or 
have  promised  to  commence  as  early  as  possible. 

Twenty-eight  of  the  notices  which  were  in  hand  at  the  close 
of  last  year  have  been  complied  with  in  a satisfactory  manner. 

In  eight  cases,  where  the  requirements  of  the  Statutory 
Notices  under  Sec.  36,  were  not  complied  with,  the  work,  on  the 
expiration  of  the  reasonable  time  allowed,  was  carried  out  by  the 
Council  and  the  owners  charged  with  the  cost.  In  five  of  these  ; 
i.e.,  the  provision  of  dustbins  to  16  houses  belonging  to  four 
owners  and  providing  sufficient  W.C’s.  to  two  cottages  ; the  bills 
were  met  soon  after  being  rendered,  in  the  remainder  the  bills  are 
still  outstanding. 

In  no  case  was  it  found  necessary  to  institute  summary  pro- 
ceedings before  the  Magistrates  for  the  abatement  of  any  nuisance 
or  to  enforce  compliance  with  any  Byelaws  or  Eegulations  in  force 
within  the  District. 
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House-to-House  Inspections. 

There  were  263  of  these  inspections  made  during  the  year,  in 
various  parts  of  the  District.  In  making  these  calls,  I repeatedly 
came  across  premises,  which  the  occupiers  told  me  had  had  nothing 
in  the  shape  of  repairs  done  to  them  for  a long  period,  varying 
from  10,  15  and  20  years,  some  were  found  to  be  in  a shocking 
condition,  both  from  a structural  point  of  view  and  from  a lack  of 
those  essentials  which  make  cleanliness  and  sanitation  possible. 
There  is  scarcely  any  complaint  made  in  the  proper  quarter,  by 
the  occupiers  of  these  houses,  for  the  reason  that  if  they  mention 
them  to  those  responsible,  they  are  either  promptly  told  to  look  for 
another  house,  or,  that  if  there  are  any  alterations  or  improve- 
ments made,  the  rent  will  be  raised  ; thus,  they  are  kept  silent  by 
threats,  and  continue  to  dwell  in  unhealthy  and  insanitary 
dwellings,  rather  than  to  submit  to  the  injustice  of  having  to  pay 
for  any  improvements  or  requirements,  by  an  increase  of  rent 
which  they  cannot  atford. 

The  defects  found  include  defective  roofs,  damp  and  defective 
walls,  ceilings  and  floors,  defective  and  absence  of  eaves-gutters 
and  down-spouts,  dilapidated  and  insufiicient  W.C’s.,  defective 
sinks  and  sink  wastes  and  absence  of  same,  insufficient  lisrht  and 
ventilation ; insanitary  yards  and  improper  provision  for  the 
storage  of  house  refuse. 

In  all  such  cases.  Preliminary  Notices  were  served  upon  the 
owners  to  remedy  the  defects,  and  in  the  majority,  these  were 
promptly  complied  with. 

I am  also  glad  to  say  that  in  a small  proportion  of  cases,  there 
was  no  attempt  to  raise  the  rent.  I fear,  however,  that  most  of 
these  people  look  upon  the  call  of  the  Sanitary  Inspector  with  any- 
thing but  kindly  feelings. 

There  are  other  undesirable  conditions  to  be  found,  for  which 
the  occupiers  are  mainly  responsible,  one  of  which  is  the  keeping  of 
fowls,  rabbits,  etc.,  in  too  close  proximity  to  dwelling  houses.  I 
have  frequently  to  call  the  occupier’s  attention  to  this  and  to  the 
insanitary  condition  of  the  run,  and  to  ask  for  its  removal  and  for 
more  care  as  regards  cleanliness,  etc.,  which  request  is  usually 
sufficient. 

There  have  been  21  sculleries  to  dwellinor  houses  which  have 

o 

been  cleansed  and  limewashed  during  the  year. 

Overcrowding  of  Dwelling  Houses. 

Only  two  cases  of  overcrowding  came  under  my  notice  during 
the  year  and  only  one  of  these  was  found  to  be  such  as  could  be 
dealt  with  as  a nuisance  dangerous  to  the  health  of  the  inmates.  In 
this  case  the  service  of  a Preliminary  Notice  had  the  desired  effect 
of  abating  the  nuisance,  in  the  other,  although  there  was  no 
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absolute  overcrowding  there  was  a tendency  towards  those  un- 
desirable conditions;  a verbal  notice,  however,  sufficed  to  reduce 
the  number  of  lodgers  taken  in. 

There  are  still  a large  number  of  cottages  (more  especially 
in  the  South  Ward,  owing  to  the  proximity  of  the  barracks)  which 
are  sublet  and  occasionally  contain  members  of  three  or  four 
different  families.  Apart  from  the  question  of  overcrowding,  these 
are  most  undesirable  conditions  and  cannot  be  adequately  remedied 
until  there  is  a sufficient  supply  of  suitable  cottages  at  low  rents 
to  meet  the  demand  of  those  who  most  need  them,  viz.,  the 
ordinary  labourer  and  the  low-waged  artisan. 


House  Drainag^e,  etc. 

In  consequence  of  the  receipt  of  written  complaint,  stating 
that  certain  drains  were  in  such  a condition  as  to  be  a nuisance  or 
injurious  to  health,  I received  instructions  from  Council  to 
open  and  examine  the  drains  of  seven  premises,  under  the  pro- 
visions of  Sec.  41,  Public  Health  Act,  1875. 

In  each  instance  they  were  found  to  be  defective  and  notices 
were  in  each  case  served  upon  the  owners  to  amend  or  reconstruct 
as  they  required. 

The  drains  to  41  existing  houses  have  been  either  taken  up 
and  lelaid  in  an  improved  manner,  or  have  been  repaired  as  the 
case  required. 

Nine  defective  and  unsuitable  ventilating  shafts  have  been 
taken  down  and  heavy  iron  pipes  substituted.  Five  defective  soil 
pipes  have  also  been  repaired. 

Sixteen  cesspools  have  been  abolished  and  connections  made 
into  the  Public  Sewer. 

Obstiuctions  in  40  drains  have  been  relieved  either  on  service 
of  Preliminary  notice  or  by  the  request  of  the  owner. 

The  drains  in  this  District  are  usually  constructed  of  stone- 
waie  socketted  pipes  with  cement  joints.  There  have  been  some 
instances  where  it  was  necessary  to  ask  for  them  to  be  cased  in 
cement  concrete,  and  in  two  instances  owners  have  preferred  the 

extia  expense  of  heavy  cast-iron  pipes,  to  ensure  a more  efficient 
drain . 

Ihe  water  test  is  always  applied  to  new  drains  and  the  smoke 
test  to  soil  pipes  and  ventilating  shafts. 


Water  Closets,  etc. 

Four  additional  W.C  s.  have  been  supplied  to  premises,  where 
those  provided  were  insufficient  in  number. 

Eleven  which  were  in  a dilapidated  condition,  have  been 
pulled  down  and  reconstructed  in  an  improved  manner. 
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Five  W.C’s.  have  been  thoroughly  repaired  and  had  efficient 
light  and  ventilation  provided. 

Thirty-two  defective  and  insanitary  W.C.  pans  have  been 
taken  out  and  pans  of  an  improved  type  substituted.  Five  have 
been  cleansed  and  defective  joints  made  good. 

thirty-eight  W.C’s.  have  been  provided  with  a sufficient 
flushing  apparatus,  each  of  two  gallons  capacity. 

Paving  of  Yards. 

Section  72  of  the  Byelaws  with  respect  to  New  Streets  and 
Buildings,  states  that  the  owner  of  every  dwelling  house  in  con- 
nection with  wffiich  there  is  any  yard  or  open  space,  shall,  where  it 
is  necessary  for  the  prevention  or  remedy  of  any  insanitary 
conditions,  cause  the  same  to  be  paved  with  a hard,  durable  and 
impervious  pavement,  etc. 

Under  this  Byelaw,  there  has  been  79  yards  dealt  with  during 
the  year,  having  had  the  whole  surface,  or  a portion  thereof,  and 
in  a few  cases  the  side  passages  also,  properly  paved  with  such 
impervious  material  as  to  comply  with  the  requirements  of  the 
Byelaw.  Six  other  yards  have  been  dealt  with  where  the  existing 
paving  was  defective  or  insufficient  and  caused  insanitary  con- 
ditions. This  makes  a total  of  85  yards  during  the  year  which 
have  come  under  the  operation  of  this  Byelaw,  making  the  total 
for  the  past  four  years  343,  i.e.  : — 


1905. 

1906. 

1907. 

1908. 

Total. 

90. 

105. 

63. 

85. 

343. 

Dust  Receptacles. 

There  are  still  a large  number  of  premises  in  the  District, 
which  require  portable  receptacles  for  the  storage  of  house  refuse. 
This  is  especially  the  case  amongst  the  existing  cottage  property. 
Where  these  are  required,  notice  is  served  upon  the  owner  for  the 
provision  of  a sanitary  dustbin.  I have  invariably  recommended 
the  circular  galvanised  iron  dustbin  with  tight-fitting  cover.  There 
has  been  154  of  these  necessary  receptacles  provided  during  the 
year.  In  several  cases  I have  received  instructions  from  Council 
to  provide  these  and  charge  the  owner  with  the  cost,  when  the 
owner  has  failed  to  comply  with  the  requirements  of  the  Statutory 
Notice  served  upon  him  under  Sec.  36,  Public  Health  Act,  1875. 

Housing  of  the  Working  Classes  Act,  1890. 

There  has  been  a number  of  houses  dealt  with  under  this  Act 
during  the  past  year,  most  of  which  at  the  close  of  the  year  under 
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review,  have  either  satisfied  the  Councihs  requirements  or  have  the 
work  in  hand.  Some  of  the  others  have  been  allowed  an  extended 
time,  until  the  New  Sewers  were  in  a working  condition  ; this  is 
now  the  case  and  the  work  is  proceeding  satisfactorily.  The 
remainder  have  made  no  effort  to  comply  with  the  CounciFs 
requirements. 

There  have  been  four  insanitary  dwellings  closed  during  the 
year,  two  at  Frimley  Green  upon  service  of  notice  and  two  at 
Mytchett,  the  owner  of  which  voluntai'ily  chose  to  close  these  and 
to  render  a third  fit  for  habitation. 


Slaughter- houses- 

There  are  four  private  slaughter-houses  in  the  District,  i.e., 
two  licensed  and  two  registered.  Each  has  been  inspected  at 
frequent  intervals  during  the  year  and  any  contravention  of  the 
Byelaws  found  has  received  instant  attention. 

They  are  generally  well  kept  and  maintained  in  a sanitary 
condition.  In  only  one  instance  has  it  been  necessary  to  serve  a 
Statutory  notice  for  the  enforcement  of  any  requirements.  This 
was  in  connection  with  a slaughter-house  which  was  reported  to 
Council  the  year  previous  for  the  following  contraventions — in- 
sanitary yard,  insufficient  water  supply  and  insufficient  W.C’s.  This 
notice  was  complied  with  in  the  early  part  of  the  year  with  a 
marked  improvement  in  the  general  condition. 


Dairies,  Cowsheds  and  IVlilkshops. 

These  premises  have  been  kept  under  constant  supervision 
during  the  year  and  I am  pleased  to  say  that  in  several  much 
needed  improvements  have  been  carried  out.  There  is,  however, 
room  for  further  improvement  in  the  majority,  which,  1 am  afraid, 
will  require  aggressive  measures  being  adopted  in  the  future. 


Food  Inspection. 

Frequent  inspections  have  been  made  in  the  District  at  those 
premises  where  articles  of  food  are  exposed  for  sale,  or  in  prepara- 
tion for  sale.  In  one  instance  the  internals  of  a heifer,  which 
were  marked  with  tubercular  lesions  were  found,  seized  and  des- 
troyed. The  carcase  itself  was  sound  and  was  passed. 

The  bakehouses  have  also  been  kept  under  strict  supervision 
and  any  infringements  found  have  been  brought  to  the  notice  of 
the  occupier  and  speedily  remedied. 

In  several  the  paving  of  the  yard  has  effected  a much  desired 
improvement. 
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Precautions  against  Infectious  Disease. 

In  accordance  with  the  instructions  of  the  Medical  Officer  of 
Health,  wherever  cases  of  Infectious  Disease  occur,  the  disinfection 
of  the  rooms,  bedding,  clothing,  etc.,  are  at  once  carried  out  on  the 
removal  of  the  patient  to  Hospital,  or  on  recovery  from  the  sick- 
ness, or  at  death.  The  following  is  the  total  for  the  year : — 

Houses  disinfected  after  Infectious  Disease  ...  ...  33 

Bedding,  clothing,  etc.,  disinfected  ...  ...  ...  102 

Isolation  Hospital  and  bedding  disinfected  ...  ...  1 

Bedding  destroyed  ...  ...  ...  ...  ...  ...  16 

The  wards,  bedding,  etc.,  at  the  Isolation  Hospital  were 
thoroughly  disinfected  in  the  early  part  of  the  summer. 

In  five  cases,  instructions  were  given  for  the  destruction  of 
bedding,  clothing,  etc.,  in  each  case  at  the  request  of  the  occupier. 

The  disinfection  of  the  infected  room,  bedding,  etc.,  at  the 
Eoyal  Albert  Orphanage  Asylum,  from  which  a number  of 
Diphtheria  cases  were  notified  in  the  early  part  of  the  year,  were 
carried  out  by  the  Orphanage  Staff  under  the  supervision  of  the 
Superintendent. 

Wherever  necessary,  the  owners  or  occupiers  of  infected 
premises  are  called  upon  to  strip  and  cleanse  the  walls  and  whiten 
the  ceilings  of  infected  rooms.  This  was  carried  out  at  nine 
houses. 


Scavenging  of  House  Refuse. 

The  removal  of  house  refuse,  for  which  a weekly  call  is  made 
at  each  house,  is  carried  out  by  direct  labour,  the  Council’s  horses 
and  carts  being  employed.  Only  at  extraordinary  times  is  contract 
labour  employed. 

There  is  still  a difficulty  felt  for  the  want  of  sufficient  and 
suitable  tips. 

The  work  is  generally  carried  out  in  a satisfactory  manner, 
the  complaints  being  comparatively  few.  There  are  a few  of  the 
people  in  the  District,  however,  who  would  like  the  dust  cart 
to  call  at  least  twice  a week  and  some  even  oftener,  but  owing  to 
the  large  area  of  the  District,  I am  afraid  that  the  Council  would 
consider  that  a more  frequent  collection  would  entail  too  great  an 
expense,  especially  as  the  majority  of  these  complaints  come  from 
those  inhabitants  who  are  migratory. 

I am  pleased  to  say  that  the  Council  has  decided  to  extend  the 
scavenging  area  in  the  South  Ward  and  that  in  January,  1909, 
the  collection  of  house  refuse  commenced  at  Friinley  Green, 
Mytchett,  Deepcut,  etc.,  which  extension  has  supplied  a much 
needed  want. 
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General  Sanitary  lYlatters. 

The  following  is  a summary  of  work  done  in  the  Sanitary 
Department  during  the  year  : — 

Complaints  received  ...  ...  ...  ...  ...  60 

Premises  inspected  on  receipt  of  complaint  ...  ...  66 

Nuisances  abated  ...  ...  ...  ...  ...  ...  47 

Premises  on  which  no  nuisance  was  found  ...  ...  13 

Inspection  and  re-inspections  (works  in  progress)  ...  1199 

House-to-house  inspections  ...  ...  ...  ...  263 

Contraventions  in  respect  to  same  ...  ...  ...  454 

Dairies,  cowsheds  and  milkshops  inspections  ...  ...  112 

Notices  served  (re  above)  ...  ...  ..,  ...  ...  64 

„ complied  with  ...  ...  ...  ...  ...  69 

Bakehouses  and  workshops  inspections  ...  ...  ...  139 

Notices  served  (re  above)  ...  ...  ..."  ...  16 

,,  complied  with  ...  ...  ...  ...  ...  16 

Slaughter-house  inspections  ...  ...  ...  ...  63 

Notices  served  (re  above)  ...  ...  ...  ...  4 

„ complied  with  ...  ...  ...  ...  ...  4 

Infectious  Disease  visits  and  re-visits  ..  ...  ...  81 

Booms  and  bedding  disinfected  ...  ...  ...  ...  135 

Samples  of  well  water  analysed  ...  ...  ...  ...  11 

„ „ „ condemned  ...  ...  ...  1 

Premises  supplied  with  Company’s  water  in  lieu  of 

well  water  condemned  ...  ...  ...  ...  6 

Inspections  of  new  buildings  and  drainage  ...  ...  685 

Existing  house  drainage  inspections  ...  ...  ...  192 

Reports  made  (re  above)  ...  ...  ...  ...  ...  22 

Cesspools  abolished  and  premises  connected  with  new 

sewers  ...  ...  ...  ...  ...  ...  16 

New  W.C.  pans  provided  in  lieu  of  defective  ones  ...  32 

Dilapidated  W.C’s.  repaired  and  reconstructed  ...  16 

Premises  supplied  with  extra  W.C’s.  ...  ...  ...  4 

W.C’s.  provided  with  flushing  apparatus  ...  ...  38 

Obstructions  or  drains  relieved  ...  ...  ...  ...  40 

Existing  house  drains  relaid  (Sec.  41,  P.H.  Act,  etc,)...  48 

Offensive  deposits  removed  ...  ...  ...  ...  26 

Premises  under  the  operation  of  the  Housing  of  the 

Working  Classes  Act  ...  ...  ...  ...  49 

Houses  closed  under  the  above  ...  ...  ...  ...  4 

Notices  served  (Preliminary)  ...  ...  ...  ...  133 

,,  (Statutory)  ...  ...  ...  ...  50 

complied  with  ...  ...  ...  ...  ...  166 

in  hand  ...  ...  ...  ...  ...  ...  19 

,,  complied  with  from  last  year  ...  ...  ...  28 

I am,  Sir,  yours  obediently, 

Wm.  lYIASKERY,  Asso,  Roy.  San.  Inst., 

Sanitaey  Inspector. 
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